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2.131 (C) (1) 

HANDLING OF ANIMALS- 

Okap enclosure, exhipii area - An area has been created to allow VIP toons to have closer access to the animals to 
leed end pel them under supervision. This ares nl the exhibit is behind a harrier ijaie and cable barrier. The heighl 
and collar of ihc banrlsrs is not adequate to prevent unaulhonzed persons from accessing this area when 
supervision is not present Ag the animals are accustomed to being offered Food in this area, the polemial for harmful 
cor lent exists. A system 10 black unauthorized accE-ss must be in place. 

Correct by. 1-3144 

3.60 (a} (2) (xi) 

PRIMARY ENCLOSURES, 

- Bed Cheeked Gmbon ihe enclosure currently housing th e ammal has limited opportunity for braehiation, a normal 
poslgral adjustment tor this species. Encloures must provide the means tor normal poslural adjuslments lor the 
spot: i oo housed. 

Correct by 2-26-14 

3.60 (a) 

PRIMARY ENCLOSURES, 

-PPG, Langur bedrooms; Wire mesh on cage fronts is corroded and surfaces can no longer be readily cleaned and 
sanitized. A program must in place to ensure surFacas are maintained, or replaced when necessary. 

Correct by 5-1-14 

-PPG, Langur bedrooms: holes in wire mesh have protruding ends where wire was cut, and these are accessible to 
animals. Ehclcsurs must be mamlainstl in good repair. 

Correct by i -31-14 

■ PPG, Langur outside areas: wire palches over holes in enclosure mesh are held in place by large plastic jip ties. 
These ere ricn structurally sound, end are nol in good repair. 

Connect by 1-31-14 
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3.64 (c) 

CLEANING, SANITIZATION, HOUSEKEEPING, AND PEST CONTROL. 

- Iluri area primate kitchen; Allens Swamp Monkeys kilchen- ihese food preparation areas have a buildup of grime on 
walls ard Dlher surlaces. Areas must be kepi clean 1g facilitate husbandry practices and reduce ni&k aF aantam nation 
during fooa preparation. 

Correct by 1-15-14 

A program of maintenance must be in place to ensure facilities are kept n good repair. 

■ PPC area: Doors end door casings in main building are heavily rusted at base, wth corroded and llaking metal 
creating holes in surfaces and gaps b e t w een doors and Iramos. 

Correcl by 5-31 1 4 

- PPC, Msrmoselery: rear wall adjacent to animal enclosures has areas ol peeling paint, with Flaking paini present. 
Correcl by 3-31-14 

- Hospital area, C DC Quarantine Door to this area does not tSose, decreasing the security n't the quarantine area, 
Correcl by 1-31-14 


3-101 (a) m 

FACILITIES. GENERAL 

- Wegeforth Bowl area Sea Lion Long pool 1 There are areas oF concrele delaminating on the wain above me pool 
area, wilh uma I sections oF concrete missing. All surfaces mus" be mainlainec n good repair. 

Correct by 2 2Q'14 

3-126 (a> 

FACILITIES. GENERAL 

A program of maintenance must be in place to ensure Facilities are kept n good repair; 

- Iluri stalls: cgnogign and flaking metal pneaeni ei the base of ihe stalls in the animal areas. 

Correct by 3-31-14 

-Tasmanian Devil enclosure: One portion ol the e*hibrt is a glass fronted sheltered area, The glass in this area has a 
long crack B-xleriding the height ol Ihe glass. Ary displacement ol the glass would create a sharp edge, possibly m 
ihe aminal area. 

Correcl by 2-20-14 

- SBF m Musk Deer enclosure. Erosion of din al entry area to holding has exposed concrete lootings and crealed a 
gap under Ihe adjacent entry gate to enclosure. 

Correcl by 3-31-14 

- Mesa team. Zebra, wt 3 i : Lower Zebra holding area has a section ol mud at Jha base of Ihe pen. Adjacent metal 
bar is rusty and corroded indicating standing moislure ns a consistent problem, 

Corred by 1-31-14 

Coal .' Sheep lurnaround. Wapiti enclosure: Severe erosion has eccured In this pen., which is primarily on a sleep 
hillside Erosion has undermined and exposed concrete Footings ol fenceline, created deep tissues, made feeders 
urttabte, and blocked ACCESS lo the enclosure by the equipment necessary 1o maintain the enclosure, Such as 
"bobcols" and other earth moving machinery 
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Correct by 3-31-14 

- psa. Musk Deer pen at rear of bird pmpcgalian: A section of clha n link mesh is loosened, and loose boards are also 
prcs&nt. 

Correct by 1-31-14 

- SBF 9, under speed ramp, Warthogs: Middle catch pen has, a large area of exposed concrete roofings, with a 
rough, abraded edge exposed to animal area. 

Correct by 3-31-14 

- DC 1 1, Bat Ear Fox: Concrete block wall has large cracks wbare tinges for deers lo enclosure are mounted. 

Correct by i -3 1-1 4 

- SBF 6, Porcupine: Rear secure area of exhibit has no light available, lor inspection or maintenance. 

Coned by 1-31- 14 

- DC 10 Fossa' Keeper ! catch area has large chunks d concrete separating from wall over pipes 

3-127 (a) 

FACILITIES, OUTDOOR, 

Ractra n Camel exhibit: This exhibit ts currently spl 1 into two sections. The section housing the mate 1 Mongo" has no 
solid overhead shelter present lor protection 1mm inclement weather. Shelter as appropriate must be provided. 
Correct by 1-31-14 

3.131 la) 

SANITATION, 

- Iluri stalls Rlack mud present in areas oF dirt floor, wth a buildup of excreta present in depressions A syslem of 
routine cleaning and lloor maintenance musl be in place to reduce odors and disease hazards. 

Correct by 1-1514 

3-131 M 

SANITATION, 

- A large number ol animal areas are using a wall mounted cleaning / disinfection system. The chemical containers 
lor this syslern are unlabeled in a high percentage of those wees. Unlabeled bottles containing chemicals present Ibe 
potential for accidental misuse. 

Correct by i -31-14 

Exil interview conducing with Facility personnel 
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